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Message Text 


UNCLASSIFIED 

PAGE 01 MONROV 00086 061729Z 

46 

ACTION AF-06 

INFO OCT-01 ISO-OO PM-04 DODE-OO ( ISO ) W 

127592 

R 061650Z JAN 76 

FM AMEMBASSY MONROVIA 

TO COGARD ONSOD WASHDC 

INFO COGARD ONSOD TECHCEN, KANOHE HI 

SECSTATE WASHDC 8470 

UNCLAS MONROVIA 0086 

E.O. 11652: N/A 

TAGS: MARR, ELC, LI 

SUBJECT: OMEGA ELECTRONICS 

REFS: (A) OMSTA KANEOHE, 17 0031Z DEC 75, (B) ONSOD, 02 1800Z 
JAN 76, (C) ONSOD, 02 1930Z JAN 76, (D) REPORT NO. 8 01 JAN 76 

1 . RECEIPT OF REF B HEREBY ACKNOWLEDGED. THE FOLLOWING ITEMS 
REQUIRE ATTENTION PRIOR TO OPERATIONAL STATUS 01 FEB 76: (A) 

DRIFT RATE OF CESIUM SR 1 13 IS NEGATIVE 2.5 MICRO SECONDS PER DAY. 

IT HAS BEEN OBSERVED THAT FOLLOWING AN AMBIENT TEMPERATURE RISE 
TO 90 DEGREES THAT DRIFT RATE DECREASES TO ZERO. (B) CESIUM SR 183 
REQUIRD RESETTING AFTER THE CONTINOUS LIGHT WENT OUT ON 31 DEC. 
THE BEAM CURRENT HAS INCREASED FROM 8 TO 10.1 DURING THE PERIOD 
FROM 10 NOV. ALL OTHER READINGS NORMAL. (C) CESIUM SR 186 HAS NOT 
YET BEEN RETURNED FROM HEW-PAC. (D) SYNCHROMETER 133 HAS NOT BEEN 
RETURNED FROM GR. 

2. SPARE CARDS REF A, SHIPPED VIA MAC STILL HAVE NOT BEEN LOCATED. 

IN FUTURE MOST EXPEDIENT METHOD IS VIA APO IN SMALL PARCELS. 
RECEIPT IS USUALLY 3 TO 8 DAYS FROM HI. 

3. ANTENNA CURRENT ON 10.2 KHZ, REF C, WAS NOMINAL 300 AMPS, 

MIN 295, MAX 315 FOR 1 AND 2 JAN. 

4. STATION WILL BE OFF THE AIR ON 8 JAN 76 AS INDICATED IN REF D. 
COMMENCING AT 1300Z FOR STROBE LIGHT REPAIRS. 

BEAN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: MILITARY EQUIPMENT, ELECTRONIC EQUIPMENT 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 06 JAN 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976MONROV00086 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760004-0461 
From: MONROVIA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 97601 83/aaaacwbm. tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: castelsl 
Review Comment: n/a 
Review Content Flags: 

Review Date: 24 MAY 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24 MAY 2004 by barnescd>; APPROVED <13 AUG 2004 by castelsb 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: OMEGA ELECTRONICS 
TAGS: MARR, ELEC, LI 
To: CG 
Type: TE 
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